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1* The patent Intonation appearing in connect!* 
aith the ASAV-l and the ASAM»2 seens satisfactory; tha' 
appealring elsewhere and particularly In connection wi 1 
Converter M-209 contains nonstandard language and 
numerous errors* 
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2. Paragraph IS of the discussion of the ASAM-4 
should be expanded to Include an application of 
Preys ledd, serial number 21,292, for a mechanical 
arrangement tor synchronizing a receiving selector 
drum with an Incoming telegraph signal* The full 
names of the inventors of the ISAM-4 machine ares 
Theodore I* Prays ieoki, Stephen Janiseeaski, and 
Arthur E* Heinig.' 
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3. My own feeling id that patent information 
concerning oar various m chines shoald be strictly 
United to applications and patents directed to 
thoas machines, and that no attenpt shoald be made 
to award credit for early inventions; neither Is 
any good purpose served by including information on 
conception dates, Signal Corps Board reeoennendations 
etc* 
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